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RBRANDBS 

3210 custjd 
191232 inspjd 
8019 site id 


TIGER'S EYE PRODUCTIONS, INC 


5780 OAK HOLLOW LN 
OVIEDO, FL 32765 


Customer ID: 3210 
Certificate: 58-C-0248 

Site: 001 

TIGER'S EYE PRODUCTIONS, INC. 

Inspection 

Type: ROUTINE INSPECTION 
Date: SEP-09-2003 


All items are in compliance on this inspection 
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